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THIS IS UNEVALUATED INFORMATION 


25X1 

25xX1 

. Power Supply 

25X1 power stations were 
under construction within the plant area and only part of 

25X1 the reavired power was supplied by plant-owned power sources. 4 


power plant in Dneproretrovsk furnished the largest part of the 
needed’ power, 

an additional source of energy was a superheated steam station, 
known as "HiS", which was directly west of the blast furnaces, 
This installation consisted of four bollers which were fueled 
with waste gases from the blast furnaces, coal dust, and crude 
oil, The steam rroduced was used to operate the turbines of the 
blast aiv systers of the blast furnaces. 


= PF 


a, The location of the lnrge Azovstal Iron and Steel Plant in 
Mariupol is sufficiently clarified, 


b. The report confirms earlier information that the plant had 
no power station in op-ration, The statement on the construction 
of two power plants is thought to be an error, The construction 


25X14 of a power plant in the eastern pa E slant area, as Te= 
rorted, is assumed to be correct, reported this 
installation to be a transformer station s more Likely 


that this object is actually a power plant, 
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Concerning the existence of a second power yrle«nt aa 
ens) Lee aeermedtepoaty in tho western part of the FLant area, 
Ss assume 


that this installation is an electrically operated 


nume station, 


d, Previous intormation on the large OuLiding West oO ne ole 
furnaces Listed as compressor station_is herewith confirmed, 

e, Contrary to tvo carlier reports, not mantion 
the construction of a number of new blast furnaces, 
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